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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 078841 
ORIGIN EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DOE-15 SOE-02 JUSE-00 FTC-01 
OES-07 /046R 

DRAFTED BY EB/ORF/FSE : RM ARTIN : SM W 
APPROVED BY EB/ORF/FSE:RM ARTIN 

009228 28061 1Z/15 

R 272334Z MAR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 078841 

US OECD 


E.O. 11652: N/A 


TAGS: ENRG 

SUBJECT: IE A: ALLOCATION SYSTEMS TEST: U.S. MONITORS FOR 
FIRST TEST CYCLE. 

1) U.S. MONITORING TEAM FOR THE INITIAL THREE WEEK CYCLE 
OF THE IEA ALLOCATIVE SYSTEMS TEST INCLUDE THE FOLLOWING: 
RICHARD MARTIN AND MARY HAINES, DEPARTMENT OF STATE; ROBERT 
GOODWIN, DENISE DWYER AND REBA WILSON, DEPARTMENT OF 
ENERGY; JOSEPH MULLIN, DEPARTMENT OF JUSTICE; FRANK LIPSOM, 
FEDERAL TRADE COMMISSION. 

2) IT WOULD BE APPRECIATED IF PASSES TO ENTER OECD AND 

IEA FACILITIES COULD BE PREPARED IN ADVANCE OF ARRIVAL. VANCE 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MONITORING, NUCLEAR ENERGY 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE078841 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RMARTIN:SMW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780133-1265 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780321 /aaaaarpe. tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: e9ad12bd-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3192612 
Secure: OPEN 
Status: NATIVE 

Subject: IEA: ALLOCATION SYSTEMS TEST: U.S. MONITORS FOR FIRST TEST CYCLE. 1) U.S. MONITORING TEAM FOR THE INITIAL THREE 
WEE 

TAGS: ENRG, US, IEA 
To: PARIS USOECD 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/e9ad12bd-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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